Optum Global Solutions 
(Philippines) Inc. 


O tu m 1st to 4th Floors Science Hub 
Tower 3, Blk 38 Campus Ave. 


corner Turin St., McKinley Hill, 
Fort Bonifacio, Taguig City 
Metro Manila 1634 


optum.com 


CERTIFICATION OF CONTRIBUTION 


This is to certify that Optum Global Solutions (Philippines), Inc. Under UnitedHealth Group ("Company"), located at 1st to 4th 
Floor Science Hub Tower 3, , BIk 38 Campus Ave. cor. Turin St.,McKinley Hill, Fort Bonifacio, Taguig City 1634 with Corporate 
Philhealth ID Number 001000026991, had remitted the following Philhealth contribution payment(s) of JULIUS GILBERT AFABLE 
MALLEN with Philhealth No. 130255943600. as follows : 


MONTH/YEAR EMPLOYEE EMPLOYER TOTAL DATE PAID 
August 2023 230000083015 09/12/2023 
September 2023 230000093748 10/11/2023 


October 2023 
November 2023 
December 2023 


This Certification is being issued upon the request of the above employee in connection with him/her application for Philhealth 
benefits 


Given on December 27, 2023 at 1st to 4th Floor Science Hub Tower 3, ,BIk 38 Campus Ave. cor. Turin St.,McKinley Hill, Fort 
Bonifacio, Taguig City 1634 


Kanani 


SY,KAREN DIANNE YAO 


Associate Director — Payroll/Ops 
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